From: 

Sent: 

To: 


Smole, Sandra (DPH) 

Monday, April 13, 2009 9:59 AM 

DiNatale, Margaret (DPH); Clemmer, Jill (DPH); Chen, Karen (DPH); Acloque, Roslyn 
(DPH); Goldbaum, Robert (DPH); Preval, Margaret (DPH); Boyd, Rozelta (DPH); 
Kazianis, Arthur (DPH); Konomi, Raimond (DPH); Stiles, Tracy (DPH); Hennigan, Scott 
(DPH); Krumholz, Glenn (DPH); Swanson, Tanya (DPH); Elvin, Paul (DPH); Peppe, 
Joseph (DPH); Belanger, Peter (DPH); Rubin, Alan (DPH); Salemi, Charles (DPH); 
Caloggero, Dina (DPH); Han, Linda (DPH); Szymczak, Elizabeth (DPH); Massif, Julianne 
(DPH); Fausett, Gary (DPH) 

Cc: Caloggero, Dina (DPH); Han, Linda (DPH); Massif, Julianne (DPH); Szymczak, Elizabeth 

(DPH) 

Subject: RE: centrifuges that will not be done this time 

Gary, 

Can you assist me with getting a PO to cover the four centrifuges listed below? Scott H or Glenn will coordinate with you. 

Thanks, 

sandy 

Sandra Smole, Ph.D. | Director | 

Division of Molecular Diagnostics and Virology | Bureau of Laboratory Sciences | 

William A. Hinton State Laboratory Institute | MA Department of Public Health | 

305 Sout|i Street | Jamaica Plain, MA 02130 | 

Tel: 617-983-6966 | Confidential Fax: 617-983-6363 | 


This email and attachment is intended only for authorized individuals and contains confidential information. If you have received this message in error and are not the 
intended recipient, please notify the sender by telephone or by separate email. Please do not press reply, and immediately destroy all paper and electronic copies of this 
email. 


From: DiNatale, Margaret (DPH) 

Sent: Monday, April 13, 2009 8:38 AM 

To: DiNatale, Margaret (DPH); Clemmer, Jill (DPH); Chen, Karen (DPH); Acloque, Roslyn (DPH); Goldbaum, Robert 
(DPH); Preval, Margaret (DPH); Boyd, Rozelta (DPH); Kazianis, Arthur (DPH); Konomi, Raimond (DPH); Stiles, Tracy 
(DPH); Hennigan, Scott (DPH); Krumholz, Glenn (DPH); Swanson, Tanya (DPH); Elvin, Paul (DPH); Peppe, Joseph (DPH); 
Belanger, Peter (DPH); Rubin, Alan (DPH); Salemi, Charles (DPH); Caloggero, Dina (DPH); Han, Linda (DPH); Szymczak, 
Elizabeth (DPH); Smole, Sandra (DPH); Nassif, Julianne (DPH) 

Cc: Caloggero, Dina (DPH); Han, Linda (DPH); Smole, Sandra (DPH); Nassif, Julianne (DPH); Szymczak, Elizabeth (DPH) 
Subject: centrifuges that will not be done this time 

Importance: High 

Hi, 

I received the last of the inventory list for centrifuges late Friday afternoon and just had time to review the lists this 
morning. 

Based on the inventory and contract that was submitted in July, 2008, we can not do PM on the newer units, unless the 
individual labs can pay for the PM. This is how I’ve been instructed to handle these types of situations in the past. 


The centrifuges listed below need to be covered by the lab: 
Room 306 Allegra X-22 S/M AKB08E012 
Room 712 Model 5801R S/M 5811XJ940778 
Room 709 GR4i S/M 306110045 
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Folk OIG PRR 056237 




Room 866 5417-C 


S/N 5417-B02608 


Caley and Whitmore will not do the PM on these units until PO are received. 

Thanks, 

Peggy DiNatale 
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